AN ACCOUNT OF TIIE TOTAL AMOUNT OF THE UNREDEEMED 
DEBT IN IRELAND, 



On the 5th day of January, in the Yea.! 1818,1819. and 1820; and of the Sinking Fund 
applicable to its Reduction in each Year. 







UNREDEEMED DEBT 

IRELAND, 

In British Currency. 


SINKING FUND 
applicable to its 
REDUCTION, 

In British Currency. 




'1818 


22,672,134 


606,947 


On the 5th January j 


1819 


24,661,348 


628,042 




L. 1 820 


26,359,817 


632,512 



THE above Account includes £. 1,900,000; the original Amount of Irish 5 per Cents, 
payable in England. 






National Debt Office, 1 S. H I G H A M, 

1 st July 1820. i g ec T_ 



238 . 
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